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NARA RG104, Entry 1, Box 138 


Treasury Department, 
Bureau of the Mint, 
Washington, D.C., 
April 6, 1886 


Dear Mr. Fox 


I have arrived at a point in the vault matter where it is necessary to have a letter 
assistance from you to secure success in having vault No. 6 made burglar proof. If you will write 
a letter to the Director calling his attention especially to the insecurity of this vault asking that 
the same be made burglar proof or that the coin stored therein be transferred to the Treasury 
where it properly belongs. I think we can certainly suceed in getting this vault made burglar 
proof. 


I have ascertained that there is an unexpected balance of about ten thousand dollars of the 
appropriations for safes, vaults &c. and it will cost about one half of that amount to make vault 
No. 6 perfectly safe and secure. 


Very Truly, 
R.E. Preston 


Hon. D.M. Fox 
Supt. Mint U.S. 
Phila. 


